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Defense Intelligence Agency 
Building 6000 
Bolling Air Force Base 
Washington D.C. 20340-6053 


Dearjy^2321 

AS it stands from our end, the last trial will b e on February 07 ,^990. I understand, however that 
feedback for the following trials: 
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Ice Plant 
Greenhouse 
Coastal Battery 
Toxic Waste 
Cogeneration Plant 
Dump 
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Best Wishes, 



Wanda L. W. Luke 
Research Analyst 
(415) 859-2058 
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